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Rapid Hanger /Ankerfix 


Anchor type suspender for attaching hanger wires to upper/main Knauf CD 60x27mm channels. Load bearing 
capacity = 25 kg. Designed exclusively to be used with Knauf D1 1 Ceiling System. 


>roduct 

Rapid Hanger / Ankerfix 


/eight kg/piece 

0,075 


Packing unit 

100 
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